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NOTIFICATION 
New Delhi, the 6th October, 2005 

S.0.1468(E).— : In pursuance of the sub-clause (iv) 
ot clause (b) of Section s of the Drugs and Cosmetics Act, 
1940 (23 of 1940), the Central Government, after 
consultation with the Drugs Technical Advisory Board, 
hereby specifies the following sterile devices intended for 
external or internal use in human beings as drugs with 
immediate effect, namely:— 

(0 Cardiac Stents 
(n) Drug Eluting Stents 
(in) Catheters 

(iv) Intra Ocular Lenses 

(v) I. V Cannulae 

(vi) Bone Cements 

(vii) Heart Valves 
(viii) Scalp \fein Set 

fix) Orthopaedic Implants 
(x) Internal Prosthetic Replacements. 
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